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M. N. Ss SWAMY REAPPOINTED DEAN OF ENGINEERING AND COMPUTER SCIENCE 


FEBRUARY 10, 1987 --- Dr. M. N. S. Swamy has been reappointed to a third term 
as Dean of the Faculty of Engineering and Computer Science. 

The announcement was made today by Vice-Rector, Academic, Francis Whyte, 
following ratification of Dr. Swamy's selection by the Board of Governors. 

The 51-year-old specialist in circuits and systems came to Concordia 17 years 
ago as Chairman of the (Sir George Williams University) Department of Electrical 
Engineering. 

He was appointed Dean of Concordia's Faculty of Engineering and Computer 
Science in 1977, and reappointed in 1982. His latest term of office expires at the end of 
May 1992. 

During his many years as Dean, Dr. Swamy has remained active as a researcher and 
teacher. He is also a well-known figure in many local and national organizations. 

Before coming to Concordia Dr. Swamy taught at the University of Calgary and the 
Nova Scotia Technical College. He received his master's and doctoral degrees at the 
University of Saskatchewan. 

A leading member of the ex-patriate Indian community in Canada, Dr. Swamy has 
also served as a member of the Conseil consultatif de communautés culturelles de 
I'Immigration du Québec, and as national vice-president of the National Association of 
Canadians of Origins in India. 

Concordia's Engineering and Computer Science Dean is also a member of numerous 
professional societies, and he has been awarded many fellowships, research grants and 
academic prizes. 

Dr. Swamy has also authored more than 200 research papers on such subjects as 


digital filters, multivariable networks, computer aided circuit design and graph theory. 
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For further information contact KEN WHITTINGHAM, Assistant Director of Public 
Relations, at (514) 848-4879. 


